(ill Patent Number: 4,917,121 

[ 45 ] Date of Patent Apr. 17,1990 


United States Patent p* 

Riehl et aL 


[54] SMOKING ARTICLE 

[75] Inventors: TQford F. Riehl; Robert R. Johnson, 

both of Louisville, Ky. 

[73] Assignee: Brown A Williamson Tobacco 

Corporation, Louisville, Ky. 

[21] AppLNo.: 281^83 

[22] Filed: Dec. 9,1988 

[51] Int. CL 4 _A24B 15/28; A24D 1/18 

[52] US. CL____131/344; 131/361; 

131/360; 131/194 

[58] Field of Search_ 131/364, 36a 361, 359, 

131/369, 194 

[56] References Qted 

U.S. PATENT DOCUMENTS 

L979.058 4/1961 Schur_ 131/331 

4,714*082 12/1987 Baoeijec et aL_ 131/359 


FOREIGN PATENT DOCUMENTS 
1203172 10/1965 Fed. Rep. of Germany — 131/331 

Primary Examiner —V. MiDin 

Attorney. Agent or Firm —Charles G. Lamb 

[57] ABSTRACT 

A smoking article includes a tobacco column with a gas 
impermeable tube concentrically located in the tobacco 
column. The tube is filled with a granular material 
which is coated with an aerosolizing materiiL A first 
chamber is located at one end of the tobacco column 
with its inlet end in gas flow communication only with 
the tube, a tobacco rod is located with its inlet end st the 
discharge end of the first channel, and a second cham¬ 
ber is located in gas flow communication with the dis- 
chargeend of the tobacco rod. The discharge end of the 
second chamber is open for discharging gas into the 
smoker's mouth. 
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